Quick Installation Guide 



AmbiCom 



Wave2Net IEEE 802.11b Wireless LAN 

11 Mbps Wireless USB Adapter 
Model: WL1100B-USB 



Before You Start 



Your new AmbiCom WL1100B-USB comes with an automated software installation program 
for Windows XP/ME/2000/98SE. The program automatically installs the configuration utility 
before you install your hardware. 



Configuration Utility Installation for Windows XP/ME/2000/98S 



1 . Before connecting your WL1 100B-USB to your USB port, insert the WL1 100B Setup CD 
into an available CD-ROM drive. Unless you have deactivated the auto-run feature of 
Windows, the following screen should appear automatically. 




If this screen does not appear automatically, you can access the installation program by pressing 
the Start button and selecting Run. In the drop down box provided, type "D:\setup.exe" ("D" 
represents the CD-ROM drive) 
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2. From the main Setup menu, click on INSTALL Wave2Net PRODUCTS to see the following 
screen. 




button ta iwie w t\te 




3. Click on INSTALL WL1100B-USB Utility, to install the utility for your WL1 100B USB 
Adapter. The following screen should appear, indicating that Windows is preparing the 
installation. 



rS~ AmbiCom WL1 lOOB-USB Configuration Utility - InstaKhidd Wizard |f 



Extracting Files 

The contents of this package are being extracted 



Please wait while the InstallShield Wizard extracts the files needed to install AmbiCom 
WL1 100B-USB Configuration Utility on your computer. This may take a few moments, 




Extracting datal.hdr... 
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4. This screen will appear next, prompting you to choose a destination location for the driver. 
Click Next to continue the installation or Browse for another directory. 



AmbiCom WL1100B USB Configuration Utility Setup H 



Choose Destination Location 

Select folder where Setup will install files 

Setup will install AmbiCom WL1100B -USB Configuration Utility in the following folder. 

To install to this folder, click Next, To install to a different folder, click Browse and select 
another folder. 




Destination Folder - 



C: V . . WmbiCom WL1 100B-USB Configuration U tility 



Browse.. 



InstallShield - 



< Back 



Next > 



Cancel 



5. A Select Program Folder window will appear. Click Next to add program icons to the 
program folders listed or type in a new folder name. 



AmbiCom WL1100B-USB Configuration Utility Setup 



Select Piogiam Folder 

Please select a program folder. 




Setup will add program icons to the Program Folder listed below. You may type a new folder 
name, or select one from the existing folders list. Click Newt to continue. 



Program Folders: 



AmbiCom WL1 1 00B -USB Adaptei 



Existing Folders: 



Accessories 



Administrative Tools 

AmbiCom WL1 1 0OB-PC(PCI) Adapter 

Microsoft Office Tools 

Startup 
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6. The following window will appear next, indicating the status of the utility setup. 



AmbiCom WL1100B-USB Configuration Utility Setup 



Setup Status 




AmbiCom WL1100B-USB Configuration Utility Setup is performing the requested operations. 



Installing: AmbiCom WL1100B-USB Configuration Utility 
C:V..WnbiCom WL1100B-USB Configuration Utilit.yVjsbu.ene 



$4% 



Shield ■ 



Cancel 



7. Setup has now completed installing the utility in your computer. Click Finish to complete 
the installation process. 



AmbiCom WL1100B USB Configuration Utility Setup 



InstallShield Wizard Complete 




Setup has finished installing AmbiCom WL1 1 0OB-USB 
Configuration Utility on your computer. 



< Back 



Finish 



Cancel 



Driver Installatio 



Note: You need to plug the USB Adapter to your PC's USB Port to install the USB driver. 



The system will automatically recognize the new hardware and install the appropriate driver 
upon connection of the USB cable and PC's USB port. If "driver location" is asked, please enter 
"D:\WL1 100B-USB" ("D" represents the CD-ROM drive) for Windows to locate and install the 
drivers. 
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